To:  Murray,  Bill[Murray. Bill@epa.gov];  Stavnes,  Sandra[Stavnes. Sandra@epa.gov];  Hestmark, 

Martin[Hestmark. Martin@epa.gov];  Card,  Joan[Card. Joan@epa.gov];  Ostrander, 

David[Ostrander.  David@epa.gov] 

Cc:  Chalfant,  Mark[Chaifant. Mark@epa.gov];  Fiedler,  KerrifFiedler. Kerri@epa.gov];  Madigan, 

Andrea[Madigan.  Andrea@epa.gov] 

From:  Christensen,  Stanley 

Sent:  Thur  8/13/2015  4:51:42  PM 

Subject:  Kennecott  Meeting  on  Tuesday  August  1 1 

Kennecott  Hot  Topic  August  1 l.docx 


This  is  for  your  information. 


Questions  came  up  at  a Kennecott  meeting  on  Tuesday  August  1 1th  about  whether  what 
happened  on  the  Animas  could  happen  at  Kennecott. 


The  PRP  stepped  up  and  was  able  to  answer  questions  about  their  operations. 


See  Attached. 


Stan 
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